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1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and follOMng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 
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addition tq identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 
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University of Washington 
Registration # 9 1 -R-000 1 
Department of Comparative Medicine, Box 357160 

November 2006 

ATTACHMENT B 

Institutional Animal Care and Use Committee Approved Exceptions to the Standards and 
Regul itions of the Animal Welfare Act: 

Cage Variances: 

1) Variance: This allows three Group 3 primates to be housed in two Group 4 run-through cages when 
caging that would allow the full 12.9 sq feet of floor space is not available or cannot fit into the housing 
room. 

Species: Macaca fascicularis, Macaca mulatto, Macaca nemestrina, Papio cynocephalus 
Number of animals used: 3 

2) Variance: During behavioral testing of monkeys group-housed in "run-through" cages, a divider 
will be used that keeps all but the test monkey in slightly smaller cage space than USD A regulations 
specify The animals will be housed in the smaller cage no more than 36 hours and typically less than 
12 . 

Species: Macaca fascicularis, Macaca mulatto, Macaca nemestrina, Papio cynocephalus 
Numb 3r of animals used: 0 

3) Use of a "run-through" configuration of two group 4 cages for group 3 category monkeys. This 
provides 12.5 sq ft of floor space rather than the 12.9 sq ft recommended in the regulations for animals 
of this weight. It is felt that the small difference in available floor space is more than compensated for 
by the complete access to age-matched cohorts, allowing full social interactions between the triads. 
Species: Macaca nemestrina 

Numb ;r of animals used: 9 
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1) Professionally acceptable standards governing tha care, treatment, and use of animals. inctudir>g appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior lo. during, 
ano following actual research, leaching, testing, surgery, or experimentation were followed by this research facility. 

2) £a^ phnopal investigator has considered alternatives to painful procedures. 

3) Thi ( facilitv is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prir dpal investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
ad< ition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions . as well as the species and number of animals affected . 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and lo oversee the adequacy of other 
aspects of animal care and use. 
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CONfriNUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


if ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTYfAftacrt adational sheets if necessary or use this form.) 


Interagency Report Control No 
0180-OOA-AN 


1. REGISTRATION NO. 

CUSTOMER NO. 

FORM APPROVED 

91-R-0002 


0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACIUTY fName and Address, as registered with USDA, 

indude Zip Code) 



see page 

1 




B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conOiCted involving 
accompanyir^g pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiliztng drugs were 
used. 


E. Numberofammals upon virtiich teaching, 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
experiments, surgery, or tests. (An expianation of 
tha procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be affached to this report) 


TOTAL NO. 
OF ANIMALS 


(Cols. C * 
D + E) 



i ASSURAI ICE STATEMENTS 

'll fessionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during. 
an< following actual research, leaching, testing, surgery, or experimentation were followed by this research facility, 

2) Eaih principal investigator has considered alternatives to painful procedures. 

3) Thi i facilih/ is adhering to the standards and regulations under the Act . and it has required that exceptions to the standards and regulations be specified and explained by the 
prir opal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
ad< ition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the species and number of animals affected . 

4) Thl attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

s of animal care and use. 


I CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

i I certify that the above is true, correct, artd complete (7 U.S.C. Section 2143) 


RE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




NOV 3 0 2006 














This report 
result in an 

s requil ed by law (7 USC 21 43). Failure to report according to the regulations can See reverse side for 

irder tc cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 

Interagency Report Control No 
0180-DOA-AM 

ANNl 

United states department of agriculture 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

lAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

91-R43003 1017 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

THE HOPE HEART INSTITUTE 

1710 E. JEFFERSON 

SEATTLE, WA 98122 
(206) 903-2001 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held tor these purposes. Aiiach additional 


FACILITY LOCATlONSfstfes. 


REPORT OF ANjMALS USED BY OR U NDER CONTROL OF RESEARCH FACILITY (AttBCh addiitonal sheets if necessary or use APH/SFQffM^023Aj 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted invoiving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


Anima s Covered 
By Tie Animal 
Welfare Regulations 


B. Number of 
anin^ls being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to ttie animals 
and for which approphate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


TOTAL NO. 
OF ANIMALS 


5. Cats i 


1 

6. Guinea Pig 

JS 

! 

7. Hamsters 


j 

8. Rabbits 


9. Non-Hum^ 

in Primates 

" '1 

10. Sheep 




AS SURANCE ^ 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each priBCipal investigator has considered alternatives to painful procedures. 

3) This fadity is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is atUched to this annual report. )n 
addition jo identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speaes and number of animals affected. 

4) The atteiiding weterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects pf animal care and use. — 

I CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

^ -‘•ive is true, correct, and complete (7 U.S.C. Section 2143) 



















This repotjl Is rsqulred by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an ordw to cease and desist and to be sutiject to penalties as provided for In Section 2150. additionel Information. 


E 1 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 91-R-0006 1018 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANIMAL REPORT OF RESEARCH FACILITY 

’ (TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Addnss, as registered with USDA, 
inciude 2ip Code) 

BATTELLE MEM. INST., RICHLAND SITE 
P. O. BOX 999, (MSIN P7-52) 

RICHLAND, WA 99352 


FApH.rTY (Ust all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 




BATTELLE KKM. INST., RICHLAND SITE 
RICHLAND, WA 99352 


FACILITY LOCATIONSfsIles 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach atkiitionai aheets f necessary or use APHiS FORM 7023A ) 


A. 1 

Anim 

By- 

Welfar 

Bis Covered 
'he Animal 

B Resulations 

t 

4. Dogs 


1 

5. Cats I 



B. Number of 
animals being 
bred, 

condldoned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of paln- 
rellevlng drugs. 


D. Number of animals upon 
which sigwrtmants, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and tor which appropriate 
anesthetic, analgesic, or 
tranquilizing dregs were 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress, 
to the animals and for which the use of appropriate 
anesthstic,analgeslc, or tranquilizing dregs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expianatkm of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 


6. Guinea p|gs 


7. Hamste 


[ 

8. Rabbits 


9. Non-Hum 

an Primates 


10. Sheep 




ASSURANCE fTAlVMENTS 


1) ProrassiMally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, end tranquilizing dregs, prior to, during, 
and tolloMng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal nvestigator has considered alternatives to painful procedures. 

3) This facwty is adhering to the standards and regutatians under the AcL and It has required that exceptions to the standards and regulatiorts be specified and explained by the 
principall investigator and approved by the Institutianal Animal Care and Use Committee (lACUC). A summaiy of all the excspHone Is attached to this annual report, in 
addition to idsndfying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals Reeled. 


4 ) Theattn 
aspects 


rding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
rf animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legeily Responsible Institutional official) 

^ I certify that the above is true, correct and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 

11/20/2006 



APHIS FORI 
(AUG 91)1 


(Replaces VS FORM 18-23 (Oct 88), vrrhich Is obsolete 


PART 1 • HEADQUARTERS 























This report k required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
0. additional information. 


1. REGISTRATION^. CUSTOMER NO. 

91-R-0009 1020 


Interagency Feport Control No 
OieO-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNI^AL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
in dude Zip Code) 

EASTERN WASHINGTON UNIVERSITY 
PRESIDENT'S OFFICE. 214 SHW 
CHENEY, WA 99004 
(509) 359-2371 


3. REPORTING pACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necisary.; 


FACILITY LOCATtONSfS/fes. 


See Attached l|.isting 


REPORT OF A 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 1 

Animall 
ByTH 
Welfare | 

B Covered 
e Animal 
Regulations 

4. Dogs 


5. Cats 



B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet u$^ for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Numbtt* of animals upon 
which experiments, 
teaming, research, 
su^ery, or tests were 
conducted involving 
accompanying pain or 
distr^s to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiliang drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exf^anation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D^E) 


6. Guinea Pi 


1 

7. Hamsters i 


1 

8. Rabbits 


9. Non-Humajn Prittiates 

1 

10. Sheep ^ 


1 1 . Pigs 


12. Other Famii Animals 


13. Other Anirrials 




ASSURANCE StATEPy«NTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prinppal investigator has considered alternatives to painful procedures. ^ 

3) This facilii y is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by t ie 
principal i westigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. Ir 
addition U i identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 

4) The atten ling veterinarian for this research facility has appropriate authority to ensure the prowsion of adequate veterinary care and to oversee the adequacy of other 

aspects 0 animal care and use. 





























This report Isjrequinsd by law (7 USC 2143). Failure to report accordirrg to the regulations can 
result in an drOer to cease and desist and to be subject to penalties as provide d for In Section 2150 . 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUNT HEALTH INSPECTION SERVICE 


ANNliAL REPORT OF RESEARCH FACILITY 

I (TYPE OR PRINT) 


See reverse side for 
additional information. 


REGISTRATION NO. CUSTOMER NO. 

91-R-0018 1023 


Interagency Rtiport Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

PIERCE COLLEGE 
9401 FARWEST DRIVE SW 
LAKEWOOD, WA 98498 

(253)964-6668 


3. REPORTING I ACILITY (List all locations where animals were housed nr used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necei sary.) T r J __ — 

————— FACILITY LOCATIONS(s«es) 


REPORT OF ANI 


Animal^ Covet ed 
By The Animal 
Welfare Regulations 


6. Guinea Pig 


13. Other Aniniials 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 



7. Hamsters 



8. Rabbits 

t 

9. Non-Humai 

1 Primates 




Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dmgs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing dnjgs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An expianation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 




ASSURANCE STATEMENTS — — ^ — , . . 

I Pro f„,| lpi.y pt-hi. .tanriarris povemino the care, treatment, and use of animals, including approp^te use of anesthetic, analgesic, and tranquilizing drugs, pnor to, dunng, 

and follolng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each priricipal investigator has considered alternatives to painful procedures. 

4) The atteijding veterinarian for this research facility has appropriate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other 

aspects ef animal care and use^ 

I T - rcPTicir AXIOM R Y HFADQUARTERS RESEARCH FACILITY OFFICIAL 

Officer or Legally Responsible Institutional ofTicial) 

tbove is true, correct, and complete (7 U.S.C. Section 2143) 

I NAME 8. TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) TDAT 


DATE SIGNED 


I 10/30/0 



















3. REPORTING F^ILfTY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


FACILITY LOCATIONS/s/fas 



(CHCl) 


REPORT OF ANI 


A. 




Animali Cove'ed 
By The Animal 
Welfare if^egula'iions 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


D. Number of animals upon E. Number of animals upon which teaching, 
which experiments. experiments, research, surgery or tests were 

teaching, research, conducted involving accompanying pain or distress 

surgery, or tests were to the animals and for which the use of appropriate 

conducted involving anesthetic.analg6slc. or tranquilizing drugs would 

accompanying pain or have adversely affected the procedures, results, or 

distress to the animals interpretation of the teaching, research, 

and for which appropriate experiments, surgery, or tests. (An explanation of 
anesthetic, analgesic, or the procedures producing pain or distress in these 

tranquilizing drugs were animals and the reasons such drugs were not used 

used. must be attached to this report) 


B. Nun4>erof 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet u$^ for such 
purposes. 



6. Guinea Pi 


7. Hamsters 


8. Rabbits 


■ ' 1 

9. Non-Huma|fi Primates 

1 

10. Sheep 



12. Other Farnli Animals 


13. Other Anirrials 



Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


TOTAL NO. 
OF ANIMALS 



AS SURANCE SfATElHENTS 

1) Prafesslofially acceptable standards governing the care, treatment, and use of animals, inducting appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, dunng, 
and follovWng actual research, teaching, testing, surgery, or experimentaUon were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This faciliW Is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specifi^ and explained by Ihe 
principal itvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annua report- 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as Ihe species and number of animals affected. 

' for this rese arch facility h as appropdate authortly to ensure the provision of adequate velednary care and to oversee the adequacy of other 




IFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
if Executive Officer or Legally Responsible Institutional official) 

»rtify that the ab ove is true, correct, and complete (7 U.S.C. Section 2143) 

__ 


Jl8-23 (Oct 88), which Is obsolete 


(AUG 91) 


DATE SIGNED 


PART 1 - HEADQUARTERS 

SEP 2 9 2006 


l'^ 
























report 
result in an 

5 required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

)rder to cease and desist and to be subject to penalties as provided for in Section 2150. additior>al information. 0160>OOA-AN 

ANNi 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

lAL REPORT OF RESEARCH FACILITY 

('TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

91-R-0025 1025 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
Include Zip Code; 

FRED HUTCHINSON CANCER RESEARCH CENTER 

1100 FAIRVIEW AVE. NORTH; MS BE-114 

P. 0. BOX 19024, 

SEATTLE. WA 98109 
(206) 667-4558 

3. REPORTING 
sheets If neci 

FACILITY (List all locations where animals were housed or used in actual research, tasting, teaching, or experimentation, or held for these purposes. Attach additional 

1 FACILITY LOCATIONSfaVesI 

See Attached jJstine 

i SLU 


! 

SLSC 



1 REPORT OF An|maLS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Aflacfi addlUorul sheets Ifneeessery or use APHIS FORM 70234 ) | 

! 

Animeie Covered 

By Tm Animal 

Welfare fteguladons 

B. Numbarof 
animals being 
bred, 

condllaned. or 
held for use In 
leachina testing, 
expadmenls, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Numbarof 
animaliupan 
which teaching, 
reeearch, 
experiments, or 
tests were 
conducted 

Involving no 
pain, dlitrass, or 
usaof paln- 
relloving drugs. 

D. Numbarof enlmale upon 
wNch expartmants, 
teaching, resastch, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
di«tresa lo the animals 
and fOr which appropriate 
anesthalic, anaigasic, or 
tranquUizIng drugs were 
usad. 

E. Number of animail upon which laaching, 
experimanis, rasaarch, surgery or tests were 
conducted Involving accompanying pam or distresa 
to the animals and for which tha use of apprspriaio 
anasthetlc,analgeslc, or tranquilizing drugs would 
have adversely affected Ihe procedures, results, or 
Interpretation of tha leaching, rasaarch, 
experiments, surgery, or lasts. (An explanation of 
the procadtns producing pain or distress In these 
animals and the reasons such dnjgs were nof used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D*E) 

4. Dogs 


78 

101 

271 

0 

372 

5. Cats 







8. Guinea Pi( 

S 






7. Hamsters 







8. Rabbits 







9. Non-Huma 

1 Priniates 






10. Sheep 







11. Pigs 







12. Other Farr 

1 Animals 













13. Other Anin 

afs 



























ASSURANCES 

'ATEHENTS | 


] ackal rasaarch, taacNng, testing, surgery, or expertmentatlan were fotlonred by this research tadlHy. 
el Investigatar has eonsidaied altamatives to painful procedures. 

■ facili^ Is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be spedfled and explained by the 
principal lavastlgistar and approved by the Instllutlanal Animal Cara and Use Commiltae (lACUC). A summary of all the exeeptiona Is attached to this annual report. In 
addition ta Idantillying the lACUC-approved exceptions, this summary indudss a brief explanation of lha excepUons, as well as the spades and number of animals affected. 

4) The attending veMrlnarlan fCr this research tadUty has approptlale authority to ensure the provision of adequate vetarlnaiy care and to oversee the adequacy of other 
aspects of animail cars and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
Nicer or Legally Responsible Institutional official) 

>ve Id true, correct, and complete (7 U.S.C. Section 2143) 


(AUG 91 


T 


, (Type or Print) 



Jeh Is obsolete 


PARTI ■ HEADQUARTERS 


j 


0 200t 





See reverse side for 
additional information. 


Interagency Report Control No 
OieO-OOA-AN 


This report ts required by law (7 USC 2143). Failure to report according to the regulations can 
result in an (order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

! (TYPE OR PRINT) 


1. REGISTRATION NO. 
91-R-0030 


CUSTOMER NO. 
1028 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

VMRD, INC. 

P. O. BOX 502 
PULLMAN, WA 99163 
(509) 334-5815 


I 3. REPORTINQI FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necfssary.i 


FACILITY LOCATIONSrsftesI 


See Attached 

.isting 





1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Attach addHionat sheets ff necessary or use APHIS FORM 7023A ) \ 

A. 1 

Animals Covered 

By The Anir'iat 

Wet^re Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
acosn^nying pain or 
distress to the aiiirnais 
and for whidt appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 
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D + E) 
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1 1 . Pigs 
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ASSURANCE S TATEMENTS 
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1) Professiohally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and followng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. Irt 
addition to identilying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use^ 
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FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
indude Zip Code) 

ZYMOGENETICS. INC. 

1201 & 1208 EASTLAKE AVENUE EAS7 
SEATTLE. WA 98102 
(206)442-6775 


3. REPORTING jFACIUTY (List all locations where animals were housed or used In actual resjearch, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets If newBsary.) 


FACILITY LOCATlONSfs/fes 


See Attached l|.isting ' 


REPORT OF AN^LS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach ^dOtional sheets if necessary or use APHIS FORM 7023A ) 


B. Number of 
animals bdng 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet u$^ for such 
purposes. 


6. Guinea Pi 


A. 

Anima 

ByTt 

Welfare 

> Covered 
e Animal 
^egulacions 

4. Dogs 


5. Cats 



C. Number of 

D. Nuri^>er erf animals upon 

E. Number of animals upon which teaching. 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

cof)ducted involving 

anesthetic.analgesic. or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D+ E) 

involving no 

and for ^ich appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures produdng pain or distress in these 


use of pain- 

trartquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 
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7. Hamsters 


8. Rabbits j 


j 

9. Non-Huma|i Primates 

10. Sheep 


11. Pigs 


12. Other FairJi Animals 


13. Other Anirrlials 




ASSURANCE STATEMENTS . 


1) Professforlially acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to dunng. 
and followng aclual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each printipal in .'ostigator has considered alternatives to painful procedures. 

3) This fadlilL is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by tie 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. Iri 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 

4) TTie attending v^erinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animaH care and use. 


T CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I I certify that the atwve is trtie, correct, and complete (7 U.S.C. Section 2143) 
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ANIMAL AND PLANT HEALTH INSPECTION SERVICE 
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1. REGISTRATION NO. 
91-R-0036 
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1032 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SEATTLE BIOMEDICAL RES. INST. 

307 WESTLAKE AVENUE NORTH, SUIT E 500 
SEATTLE, WA 98109 
(206) 256-7200 


3. REPORTING 
sheets If m 


jFACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

iry.) 


FACILITY LOCATIONSfsftesI 


See Attached iListing 


REPORT OF AN 

UALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Atiadn additional sheets if necessary or use APHIS FORM 7023A ) | 

A 

Anima 

ByTh 

Welfare 

i Cover ed 
e Animal 
Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, ^search, 
surgery, or tests were 
conduced Involving 
ac^xnpanylng pain or 
distress to the animals 
and for which appropriate 
anestheUc, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquiiizing dnjgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 
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OF ANIMALS 
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D+E) 
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s 





o 
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1 ) Professioi ally acceptable standards governing the care, treatment, and use of animals, inciuding appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and follow ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each print ipal investigator has considered alternatives to painful procedures. 

3) This faciiit f is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by ttie 
principal it vestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition tc identifying the lACUC-approved exceptions, this summary includes a brief ex^anation erf the exceptions, as well as the species and number of animals affected. 

4) The attenc ing veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects oil animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
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DNn'ED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 91-R-0037 

CUSTOMER NUMBER; '1033 
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INU.M REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Icos Corporation 

22021 - 20th Avenue Se 

Bothell, WA 98021 


13, REPORTING FAC 

ILITY ( Ltsi all locations where animals were housea or used in actual research tpstir 

Telephone: (425) -485-1900 



22021 
Building! 



Animals Coverled 
By The Animal 
Welfare Regulations 


Number of anims 
being bred, 
conditioned, or 
held for use tn 
leaching, testing, 
experiments, 
research, or 
suroery bui not yr 
used for such 
purposes. 


I C. Number of 
animals upon 
which teaching, 
research, 
expenmenti. or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
aruas. 


Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conduned involving 
accompanying pain or 
distress to the animals an 
for wnicn aporopnaie 
anesthetic, analgesic, or 
franquilizing drugs were 
used. 


E. Number of animals upon which teaching, expenrrients. 
research, surgery or tests were conducted involving 
accompanying pam or distress to the animals and for wh 
the use of apDroonale anesthetic, analgesic, or tranquiliz 
drugs wouio nave adversely affected the procedures, res 
or interpretation of the leaching, research, experimehts, 
surgeiy', or tests. ( An expianafion of the procedures 
orooucing pain or distress in these animals and the reasc 
sucn oruQs were noi used must be attached to this repon 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C D E ) 



Prolessionally abceptanle slanaaras governing tn^ care irealment. and use of animals, includinc appropnaie use anesleir anainP^.- anH tr=.r'o, r,,, h 

lea^hmg.tesiind.surper^', or expenmentaiion were followed by this research facilily. , ' drugs, prior to, during, and following actual rese, 

L-ach principal jrjvesiigtior has considered allernalives to painful procedures. 

lnr.ti,uhonai Am fa!car.Vnd ulTcomm^neeTl^^^^^^^ al^sucTex^X'l.rfs annurrep^ort Tn^'^dd investigator and apf 

hnef expianalion of the -xceplions. as well as the species and number of animals affe^ed. ^ acfdition to identifying the lACUC-approved exceptions, this summary in 


Trie atiending ■ 


4ennar.n to. ,h,. res3ar.h iacili.y nas appr.pr.a.e a^monly lo ensure the prov,s,on of edaQua.e velennar,- .are and ,o overs.e ine edeqyacy of other aopaols of animal oare anh use. 
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This report is 
result in an o 

requiniid by law (7 USC 2143). Failure to report according to the regulations qan See reveme side for Interagency Report Control No 

■rier to rraase and desist and to be subject to penalUes as provided for In Sectipn 2150. additional information. °° 


uJilTED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. CUSTOMER NO. PHRM i^PPROVED 

91-R4)038 1034 0MB NO. 0579-0036 

ANNliAL REPORT OF RESEARCH FACILITY 

1 (TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ANDERSON, ROGER J. & LINDA L. 

20004 HAPPY VALLEY RD. 

STANWOOD, WA 98292 
(360) 652-7157 

3. REPORTING ^ACluiY (List all locations where animals were housed or used in actual res^rch, testing, teaching, or expenmentation, or neio tor inese purposes. euuK,o„e, | 

FACILITY LOCA 

See Attached Listing 

1 r.V-\ 

TlONSfs/fes; 

^I'rriprii S.)i-VP- lOfid.'L 

1 i, 1 1 

f?>nrr\ tl ind 


y j 

1 RFPnRT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach i 

dditiortal sheets it rtecessary or use APHIS FORM 7023A ) 


A. 

Animal 

ByTh 

Welfare 

— 

• Cove ed 
i Animal 
Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain> 
relieving drugs. 

D. Number Of animals upon 
which experiments, 
teaming, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distrass to the animals 
ancj for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon whicn teacning, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetlc.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanetion of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C . 

D. E) 
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1 ASSURANCES 

tateMents 




1 

' 1) ProfessItUally Acceptable standards governing the care, treatmen— d use of animal^lnduding appropdate use of anesthehc, analgesic, and trangu,„.,ny utuys, pnu, tu, uuuny, 

aJtd “E^a^^fesearch, teaching, testing, surgery, or experimentation were follo|ed by this research facility, 

2) Each priincip>al investigator has considered alternatives to painful procedures. 

4) The attejiding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
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(TYPE OR PRINT) 
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91-R.0042 ./ 1035 
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REPRODUCTIVE ASSAYS LAB. 

502 SOUTH M ST. #300 

TACOMA, WA 98405 
(253) 475-5433 


ACILI'TY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach add tional 1 

»ary.) ^ 1 


FACILITY LOCATIONS^s/fas; 


REPORT OF AN! 


Animal^ Covei ed 
By The Aninriiil 
Welfare Regulations 


lIJSED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


D. Number animals upon E. Number of animals upon which teaching, 
which experiments. experiments, research, surgery or tests were 

teaching, research, conducted involving accompanying pain or distress TOTAL NO. 

surgery, or tests were to the animals and for which the use of appropriate OF ANIMALS 

conducted involving anesthetic, analgesic, or tranquilizing drugs would 

accompanying pain or have adversely affected the procedures, results, or (Cols. C + 

distress to the animals interpretation of the teaching, research, D E) 

and for which appropriate experiments, surgery, or tests. (An explanation of 
anesthetic, analgesic, or the procedures producing pain or distress in these 

tranquilizing drugs were animals and the reasons such drugs were not used 

used , must be attached to this report) 


B. Numba'of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for su<^ 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 



I ASSURANCE S 

1) Professio 
and folloM 

2) Each prin 

3) Thisfacitii 
principal i 
addition t( 

4) Theatten 
aspects Q 


fATEMENTS - ■ 

lally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
ling actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

Dipal imrestigator has considered alternatives to painful procedures. 

« is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
hvestlgator and approved by the Institutional Animal Care and Use Committee (lACUC). A aumnwry of all the exceptions Is attached to this annua reportjrjpj _ n 
k identillying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as vrell as the species and number of animals affecteol Vv I £, IXHAJ 

ding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
f aniftMil care and use. 
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ANIMAL AND PLANT HEALTH INSPECTION SERVICE 
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B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
ac^xnpanying pain or 
distress U> the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 
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ing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 
2) Each prir^cipal Ir vestigator has considered alternatives to painful procedures. 


3) Thisfacil|t] 
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,ly is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be s^cified and explained by the 
nvestiJiator and approved by the InsUtutional Animal Care and Use CommiUee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
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identifying the lACUC-approved exceptions, this summary includes a brief ex^anation of the exceptions, as well as the species and number of animals affected. 

:ijding vinterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other Q Q J - 0 2006 
animinl care and use. 
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3) This facility Is achenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by he 
pnncipal [nvesStiator and approved by the Institutional Animal Care and Use Committee (lACUC). A eummary of all the exceptions Is attached to this annua report, h 
addition to identifying the lACUC-approved exceptions, this summary includes a bdef explanation of the exceptions, as well as the species and number of animals affected . 

4) The atterWing vHennadan for this research facility has approprtate authonty to ensure the provision of adequate vetehnary care and to oversee the adequacy of other 

aspects of antmni care and use. - 
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1) Professiotelly acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and folloving act ual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal in /estigator has considered alternatives to painful procedures. 

3) ITiis facililly is adi iering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal iavestigitor and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
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1) Professio tally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and follov ing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prin :ipal investigator has considered alternatives to painful procedures. 

3) This facili y is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal i westigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
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